Adjusting the Drawer 



.1 



Make Projects 



build, hack, tweak, share, discover. 



Adjusting the Drawer 

Written By: Brianna Kufa 



TOOLS: 



Mallet (1) 

various wrenches (1) 
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Adjusting the Drawer 



Step 1 — Put the drawer in 




• Insert the drawer into the chamber as shown, in the fully retracted position. Its important 
that it be in the right orientation. 

• The adjustment bolts should be lowered so that the roller guides are below the rails. 
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Adjusting the Drawer 



Step 2 — Align the rails with the center of the v's in the rollers. 




• If for some reason the rails and the rollers aren't spaced properly (the guides need to be 
closer or further apart) remove one of the guides and switch out the spacer on it to one 
that will space them properly. 

• If only one roller of the four is off, the guide is not parallel with the drawer. 

• Try tightening the nut that attaches the rollers to the frame. 

• If that doesn't work, you might have welding spatter or something between the guide 
and the frame. Remove it and check. 

• If none of the above steps make all the rollers align, your drawer is likely flawed. 

• The rails are probably not parallel. Take the drawer out and double check by measuring 
the separation of the rails. 

• If they aren't parallel, see http://opensourceecology.org/wiki/CEB_Pr. .. 
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Adjusting the Drawer 



Step 3 — Tighten the rollers against the rails 




• Tighten the adjustment bolts so 
they push the rollers up to the rail, 
so all of the rollers are contacting 
the rails. 

• The two should be touching 
snugly, but not forcefully. 
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Adjusting the Drawer 



Step 4 — Move the drawer and re-adjust bolts 




• Move the drawer to the fully 
extended position. 

• The drawer will likely get stuck 
along some points of its travel. 
Its OK to hit it with a hammer. 
Remember the secondary 
cylinder will be applying tons of 
force to move it. 

• If you need to hammer it 
REALLY hard, either your 
drawer is hitting something, or 
the rollers are too tight on the 
rails. Investigate the cause. 

• When the drawer is in position, 
check the rollers again. They 
should all still be touching the rails. 

• If one is below the rail, tighten 
the bolt so the rail and roller are 
touching. 
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Adjusting the Drawer 



Step 5 — Slide the drawer in and out 




• You will likely need to try sliding it in and out a few times before you can find the perfect 
amount of adjustment. 

• Keep checking the contact as you slide it out. 

• Your work is done when you can slide the drawer in and out and the rails stay on the roller 
the whole time. 

• Using a hammer is OK, but if you have to use too much force something is 
wrong. 



Q 
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